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This  nursery  building  was  designed  as  a  facility  to 
fill  the  production  gap  between  the  farrowing  house 
and  the  finishing  floor.  The  building  allows  more  in- 
tensive use  of  the  farrowing  house  in  that  the  pigs 
can  be  moved  at  an  early  age  to  the  nursery.  This 
nursery  design  provides  a  warm,  dry,  draft-free  envi- 
ronment to  reduce  stress  on  the  pigs  and  to  permit 
them  to  gain  weight  fast  and  efficiently  with  a  min 
mum  of  labor. 

This  facility  (24  feet  wide  and  41  feet  4  inches 
long)  was  designed  to  house  200  pigs  from  weaning 
at  3  to  4  weeks  of  age,  up  to  a  weight  of  80  to  100 
pounds.  The  building  may  be  increased  or  decreased 
in  length,  depending  on  the  capacity  required.  The 
floor  plan  allows  4  square  feet  per  pig,  using  8  pens  of 
25  pigs  each. 

The  building  features  a  total  slatted  floor  over  a 
4-foot  deep  pit,  concrete-block  walls,  trussed  rafters, 
metal  roof,  insulated  ceiling,  automatic  waterers, 
feeders  with  a  bin,  mechanized  auger  system,  and 
automated  environment  control. 

The  ventilation  system  is  pressure  type.  Air  is  forced 
into  the  building  by  fans  and  is  expelled  through 
vents    and     exhaust    shutters.    This    system    provides 
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automatic  year-round  ventilation  and  heat  control 
through  the  use  of  interwired  thermostats.  No  periodic 
adjustment  of  slots,  baffles,  or  shutters  is  necessary. 
Several  facilities  of  this  type  have  been  constructed 
in  Kentucky  and  are  performing  satisfactorily. 

Working  drawings  may  be  obtained  from  the  extension  agricultural 
engineer  at  your  State  university.  There  may  be  a  small  charge  to 
cover  cost  of  printing. 

If  you  do  not  know  the  location  of  your  State  university,  send  your 
request  to  Agricultural  Engineer.  Extension  Service,  U.S.  Department 
of  Agriculture.  Washington,  D.C.  20250.  He  will  forward  your  request 
to  the  correct  university. 
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